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WPB MAY MOVE SOON TO 
PROVIDE DOMESTIC REPAIR PARTS 


~ NEW YORK CITY—A “high authority in 


the War Production Board” was quoted as 
saying last week that, according to a cur- 
rent survey of about 3,000 homes, shortages 
of household equipment largely are caused 
by lack of maintenance parts, and only to a 
“moderate” degree by lack of a sufficient 
supply of the articles themselves. 

Scarcity of repair goods is resulting in use 
of home equipment, particularly the me- 
chanical, to the point of destruction, it was 
said. On the basis of the home survey, to be 
completed about the middle of July, WPB 
consumer representatives, it is believed, will 
seek more raw materials for manufacture of 
household equipment parts and repair items, 
and probably will recommend only a rela- 
tively small increase in the manufacture of 
equipment itself. 


GROUP SEEKS TO MAKE WASHERS 
TO RELIEVE LAUNDRY PROBLEM 


CHICAGO—An attempt to relieve the seri- 
ous shortage of laundry facilities, already 
acute in congested areas, will be made by 
polling members of the Washer and Ironer 
Manufacturers Association to ascertain how 
much of an increase can be made in the pro- 
duction of laundry equipment without inter- 
fering with war work, it was learned during 
a meeting of the association here recently. 

With proof that American standards of 
cleanliness are slipping and with results of 
the poll, industry representatives will seek an 
official “go-ahead” order to resume produc- 
tion of home laundry equipment. This, they 
believe, will be forthcoming. without difficulty 
inasmuch as the Administration in Washing- 
ton is fully aware of the laundry problem. 
Congested Washington, they say, is noticing 
the effects of curtailed washing equipment 
like all other over-crowded centers. 

Commercial laundries, manufacturers say, 
are burdened with quantities of work which 
could be handled in the home. 


LOCKER PLANT PROGRAM 
AWAITS OFFICIAL APPROVAL 


WASHINGTON, D. C.—Proposals for the 
expansion in the number of refrigerated 
locker plants in the country, sponsored by a 
sub-committee of the Senate Agricultural 
Committee, last week was referred to a 
“higher committee” in the government’s ad- 
ministrative setup, it was reported here last 
week. 

“Positive action’ on the proposals might 
be expected in a week, one source said. 

Following favorable hearings before the 
Senate group the program was said to have 
been placed in the hands of the War Food 
Administration and the Materials Require- 
ment Committee of WPB for consideration. 


Gov't To Authorize 
100,000 Home 
Food Dehydrators 


WASHINGTON, D. C.—Approval 
of a plan for producing 100,000 do- 
mestic food dehydrators before Sept. 
1 was announced June 22 by the 
War Production Board. This produc- 
tion has been requested by the War 
Food Administration in time for use 
in preserving farm and victory gar- 
den fruit and vegetable produce. 

Details of the production program 
are being worked out by the Con- 
sumers Durable Goods Division of 
WPB, to be announced simultaneous- 
ly with an order, now being pre- 
pared, which will provide for such 
production. A plan for distribution 
of the dehydrators is also being de- 
veloped by this division and WFA. 

A home food dehydrator removes 

(Concluded on Page 2, Column 3) 


L-126 Amended To 


Permit More Types 
Of Condensing Units 


WASHINGTON, D. C.— Restric- 
tions on the use of steel in specific 
parts of certain sizes of refrigerating 
equipment were eased by WPB on 
June 17 with the issuance of an 
amended Limitation Order L-126. 

The changes brought about by the 
amendment are confined to Schedule 
II of the order. Most important pro- 
visions are: 

Permits manufacture of water 
cooled condensing units of 2 hp. or 
less designed to operate at a refrig- 
erant suction temperature below 
—40° F., or in an air tight room or 
enclosure such as a photographic 
development laboratory or where the 
condensing unit must operate in an 
ambient temperature of 110° F. or 
higher. 

Permits the manufacture of 3 hp. 
air cooled condensing units, 3 hp. 
water and air cooled models, and 
special models operating below 25° F. 

Permits the use of carbon steel for 
condensing unit bases to the extent 
of 30 pounds per horsepower, and an 
unlimited amount of cast iron. 

Removes restrictions on use of 
steel for fan shrouds. 


Few Appliances 
To Be Made For 
‘Preferred Uses’ 
Only Commercial Models 


For Civilians, However; 
Repair Parts Restricted 


WASHINGTON, D. C.—A _ com- 
pletely revamped General Limitation 
Order L-65, covering electrical ap- 
pliances, was issued June 17 by WPB. 
It provides for the manufacture of 
several more kinds of electrical ap- 
pliances for preferred order and for 
a limited production of certain kinds 
of heavy duty appliances for com- 
mercial civilian use. 

The amended order also tightens 
control over production of repair 
parts through restrictions, limita- 
tions, and a trade-in-or-scrap plan. 

Since May 31, 1942 and until this 
revised order was put into effect, 
production of all electrical appliances 
had been cut off completely except 
for certain types to fill military and 
similar preferred orders. 

The revised order opens no new 
production for general civilian use, 
however, and one of its principal 
general effect is to ban the produc- 
tion of repair parts for “luxury” 
electrical appliances. 

Flat irons, air heaters, and water 
heaters have been added to the elec- 
trical appliances that may be pro- 
duced for preferred orders (Army, 
Navy, Maritime Commission, and 
War Shipping Administration). 


Previously, the permitted list for 
preferred orders included: Broilers, 
food choppers, food mixers, food 
grinders, food servers, food slicers, 
fry kettles, griddles, hotplates, juic- 
ers, ovens, ranges, toasters, urns, and 
vegetable peelers. 

Production of the latter group may 
be resumed by a manufacturer for 
civilian use, but only of the com- 
mercial and heavy duty types, and 
not in excess of 10% per quarter of 
the number of these units he had 
produced during 1940. Furthermore, 
he must not accumulate in his in- 
ventory more than 15% of his 1940 
production of each item. 

(Concluded on Page 2, Column 2) 


This is the bulletin issue of the News. 


More details on the news 


‘stories plus special features in next week's full size issue. 


= - 
ee 


sa i 
> te A 


F. re 


=e 


: q - ee. aS ee . 2 ce a . a ie Gong : ee! : td Fe on > hey A oa tg . 
—_ oe 
F a > Pt - Ls 

. LAB RAB eg 
I TT nes ‘ yal. ponent eee ; 
Ah Onditioning G Sago. Tf: > BULLETIN & 

| ba S Nee * Se e+ ( : ae 
ee oe RES ae AyD ae 
b JOS Ae I. - “June 28, 1943 bal 
: heed RAUL OO mith 1? 
mn 
i 
hi 
| 
) 3 
a 
: ke 
os _ | 
seus RG GTS Re > a Se H 

2 : 4 . ot % 
> a Ee i ne a Pig os SE PPS Frere 


Bulletin Edition 


AIR CONDITIONING & REFRIGERATION NEWS, JUNE 28, 1943 


Riley Plans Servicing 
Concern In Long Beach 


LONG BEACH, Calif.—The Riley 
Refrigeration Service, through Al- 
fred T. Riley, has published an in- 
tention to conduct business at 320 
West Pacific Coast Highway, Long 
Beach. 


MUELLER BRASS CO. 
Port Huron, Mich. 
TRIPLE SEAL DIAPHRAGM 
VALVE 
Longer Diaphragm Life 


Positive Se at Three 
Essential Points : 


HEAT TRANSFER EQUIPMENT 


ARLO 


COIL COMPANY 


We Manufacture Only” ] 
Food Conservators 


Our entire time is devoted to the 
manufacture, research and development 
of them. Write for particulars. 


Master Manufacturing Corp. 


121 Main St. Sioux City, lowa 

300,000 Master Food Conservators In Use 
REFRIGERATION 

PRODUCTS 


feda,,. 


BUFFALO, N. Y. 


BRASS and 
COPPER 
TUBING 


Penn Brass & CopPpeR Co 
ERIE PENNA. 


6441 Plymouth Avenue, Saint Louis, Mo., U.S.A. 


KEROTES| 


AIR CONDITIONING 
VALVES AND FITTINGS 


KEROTEST MANUFACTURING CO. 
PITTSBURGH. PA 


$42 — mort complete range of styles and. 
p Ales — 42) to. 77.5 cn, ft — in: the industry.” 
E New) modern styling — priced for real valee. 


- GALESBURG, ILLINOIS. 


‘DAY & NIGHT" 


| Complete line of Storage Type 
Water Coolers in accordance wi 
Latest W. P. B. Requlations © 


DRINKING FOUNTAINS 
NAVY-2 Models ARMY-NAVY-2 Models 
for Shipboard use for land use 

CAFETERIA TYPE COOLERS 
ARMY-NAVY 2 Models for Mess Halls 
INSULATED STORAGE TANK TYPES 
& Models for Bakery Service + 3 Models for Film 


me _/ cay WRITE FOR LATEST DATA 
| MEY COOLER DIVISION 
NIGHT MFG. CO. 


OVIA- CALIFORNIA 
REPAFSENTATIVES | 
_—-« CHICAGO 
jomeyer, Marc Shantz, 565 Wash. Blvd. 
 . _ §T.LouIs _DECATUR, GA. 
RASpangier 3331 MarketSt.- I.E.Parker, 228 2ndSt. 
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Any Business Establishment Can Certify CMP-5 
Rating for Refrigeration or Air Cooling Parts 


Other Interesting Interpretations of Recent 
Priorities Changes Given by Manufacturer 


DETROIT—Repair shops and serv- 
icemen doing commercial refrigera- 
tion maintenance and repair work 
may use their customer’s preference 
rating and allotment symbol certified 
to them under the terms of CMP 
Regulation No. 5 as amended, when 
ordering replacement parts and ma- 
terials, according to a recent manu- 
facturer’s bulletin. 

The procedure suggested by the 
bulletin begins with certification by 
the business concern (customer), in 
their order to the service organiza- 
tion, of the specific preference rating 
and allotment symbol assigned to 
them, as follows: 

“Preference rating ... MRO. 
The undersigned certifies, subject 
to the criminal penalties for mis- 
representation contained in section 
35 (A) of the United States Crimi- 
nal Code, that the items covered by 
this order are required for es- 
sential maintenance repair or 
operating supplies; that this order 
is rated and placed in compliance 
with CMP Regulation No. 5; and 
that the delivery requested will not 
result in a violation of the quantity 
restrictions contained in paragraph 
(f) of said regulation.” 

Under the terms of CMP 5, the 
bulletin points out, the serviceman 
can then forward the parts order to 
the manufacturer, with his own 
statement that he is extending his 
customer’s preference rating and al- 
lotment symbol. 

“Preference rating ... , allot- 
ment symbol MRO. The _ under- 
signed certifies, subject to the 
criminal penalties for misrepre- 
sentation contained in section 35 
(A) of the United States Criminal 
Code, that he is authorized under 
CMP Regulation No. 3 to apply or 
extend the above preference rating 
and allotment number or symbol 
to the delivery of the items cov- 
ered by the attached delivery 
order.” 

Under this procedure, the bulletin 
adds, the customer may then origi- 
nate an AA-5 priority, extendable to 
the manufacturer, for comfort cool- 
ing parts (whhich cannot be rated 
under P-126), and if the serviceman 


| does not have a Certificate of Au- 


thority under P-126 his customer can 
originate an AA-5 for commercial 
parts as well. The serviceman in 
turn can extend this AA-5 to the 
manufacturer, as described above. 


Where the serviceman already has 
a Certificate of Authority under 
P-126, he will need to ask his cus- 
tomer only for an AA-5 covering 
parts for comfort cooling air condi- 
tioning equipment. This entire regu- 
lation, the bulletin points out, applies 
only to the commercial field; the 
customer requesting the service must 
be a commercial establishment. 

For other recent changes in WPB 
regulations, notably Orders L-38 
and M-28, the bulletin suggested the 
following interpretations: 

A replacement of commercial parts 
under warranty now requires an 
AA-5 or higher priority. Whether 
or not the original purchase was 
made under a priority, or whether 
upon a cash or credit basis, any 
purchase or exchange transaction 
now must have the same priority 
clearance that a purchase out of 
warranty would require. 


The repair or exchange of assem- 
bly units such as compressors and 
condensers likewise must be cleared 
under a priority rating of AA-5 or 
higher. 

The purchase of any part contain- 
ing more than two pounds of copper 
or of copper base alloys requires an 
AA-4 or higher, but commercial parts 
containing less than two pounds now 
may be sold on an AA-5 rating. For 
parts to be used in household refrig- 
erators no priority is necessary, and 
commercial parts with two or more 
pounds of copper or of copper base 
alloys can be repaired on an AA-5 
order if within one pound of copper or 
alloy used can be salvaged in turn 
from the damaged parts. Again, no 
priority is required for a household 
refrigerator part. 

“Freon-12” no longer can be used 
for comfort cooling air conditioning 
installations, being reserved hereafter 
for industrial processing and for 
essential food processing and storage. 


The delivery of commercial parts, 
either new or used, is now author- 
ized in Order L-38 on AA-5, instead 
of on only AA-4 or higher, the previ- 
ous limitation, and the dollar-value 
limitation on household air condition- 
ing parts has been removed entirely. 


Parts for reserve stock now ap- 
parently are possible. The term “for 
emergency service’ has been re- 
placed in L-38 by “for maintenance 
and repair service,” under P-126 
ratings. 


Order on Appliance 
Production Changed 


(Concluded from Page 1, Column 3) 

This supply is intended to relieve 
shortages of food-preparation equip- 
ment needed in hospitals, war in- 
dustry cafeterias, and at civilian- 
operated training schools which 
serve military personnel. 

Specific authorization must be ob- 
tained from WPB for transfer of 
new commercial and heavy duty 
electric appliances. All permitted 
electric appliances for military or- 
ders, however, may be transferred 
automatically. 

In production of all new electric 
appliances, manufacturers are limited 
in the use of copper to the minimum 


amounts needed for conducting 
electricity or for the proper function- 
ing of parts. 


Use of copper is the limiting and 
restricting factor of repair parts 
production. Use of this critical metal 
is specifically restricted to certain 
parts of certain types of appliances. 
Generally, the restrictions narrow 
such use to current-conducting parts 
in appliances that are important in 
household routine, such as roasters 
and flat irons. 

Replacement cord sets are pro- 
hibited except for electric flat irons. 
Such cords must conform to specifi- 
cations stated in the order, including 
a maximum length of six feet. Until 
the end of this year a manufacturer 
may produce up to 25% of his total 
1940 production of flat iron cords. 
Beginning Jan. 1, he may produce 
the 25% during each six-month pe- 
riod. 

A manufacturer’s production and 
inventory of all other replacement 
and repair parts may at no time 
exceed his total sales of the same 
repair parts during the previous six 


months. 

Manufacturers and distributors are 
not permitted to transfer a repair or 
replacement part unless a similar 
used part is given in exchange; or 
unless they are assured that the 
similar used part is being held for 
them, to be forwarded later or 
turned in for scrap, whichever they 
themselves request. Preferred orders 
are exempt from this provision. 

To provide resistance material for 
repair purposes from the wire now 
in certain frozen inventories, manu- 
facturers may not transfer or use 
the resistance material (chromium 
and nickel) in such inventories with- 
out specific authorization from WPB. 
Applications to use or transfer must 
be filed with WPB on Form WPB- 
1319 (formerly PD-556.) 

Manufacturers of electric appli- 
ances listed in L-65 are required to 
file production and delivery reports 
for each month on Form WPB-1600 
(formerly PD-655) by the 10th of the 
succeeding month. Thus, this form 
for June must be filed by July 10. 

General Limitation Order L-65, as 
amended. Issued June 17, 1943. 


Production Authorized 
For 100,000 Dehydrators 


(Concluded from Page 1, Column 2) 

moisture from raw food, so drying 
the food that it will be preserved 
in flavor and: food value for later 
use. Formal definition of a domestic 
food dehydrator, for the purpose of 
the program is: “A _ self-contained 
unit in which the temperature, hu- 
midity, and air flow within a cabinet 
are mechanically controlled for the 
purpose of removing the moisture 
contained in vegetables and fruits, 
and designed for use in the house. It 
must be so devised as to produce a 
dehydrated food product acceptable 
to the Office of Production Research 
and Development (WPB).” 


T. K. Quinn Heads 
War Production 
Drive Activities 


T. K. 


WASHINGTON, D. C.—Announce- 
ment has just been made of the 
appointment of T. K. Quinn of 
Darien, Conn., as Director General 
of the War Production Drive. It is 
understood that he is to have general 
charge of the Labor-Management 
Committee activities of the WPB 
and of any special campaigns and 
promotions such as the impending 
drive for more steel production to 
begin in Pittsburgh this month pro- 
viding sufficient coal is available. 

Mr. Quinn is a lawyer and an 
accountant and is_ president of 
Maxon, Inc., the advertising agency 
in New York. He is the author of 
numerous magazine and newspaper 
articles and of a new book recently 
published by Hastings House, New 
York, “Liberty, Employment and No 
More Wars.” 

(Mr. Quinn’s book has been the 
subject of a “debate” in print in 
AIR CONDITIONING & REFRIGERATION 
NEWS, the debate starting with an 
open letter from Editor George Tau- 
beneck in the May 24 issue, this be- 
ing answered by Mr. Quinn in the 
June 7 issue, with interesting and 
lengthy comments by readers in the 
June 21 issue.) 

Announcement of Mr. Quinn’s ap- 
pointment was made by Vice Chair- 
man Charles E. Wilson of the WPB. 


QUINN 


‘ELECTRIC 
- WATER 


COOLERS 


Different models avail- 
able for the various 
requirements of gov- 
ernment agencies and 
war production plants. 


PURO FILTER CORP. 
440 Lafayette St., New York 


DRINKING WATER 


SPECIALISTS FOR 40 YEARS. 


Modern Display Cases 
Coolers, Refrigerators 


AMANA SOCIETY, AMANA, IOWA 


COOLMASTER 


“The Product Cooler 


of Tomorrow’”’ 


KRAMER TRENTON 6. 
Neat 7 Products 


TRENTONLVN. J. 


Dependable Refrigerants 


VIRGINIA SMELTING CO. 


WEST NORFOLK, VIRGINIA 


WOLVERINE 


REFRIGERATION TUBE 
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WOLVERINE TUBE DIVISION 
OF CALUMET AND HECLA 
CONSOLIDATED COPPER COMPANY 


1418 Central Ave. ¢ Detroit, Michigan 


More than 20 years of high rep- 
utability...in every kind of refrig- 
eration service...has established 
the name “Lipman” as a BUY 
word that breaks down sales 
‘resistance. Make this reputation 
your sales asset... for greater 
profit and better cus- 
tomer satisfaction. 


GENERAL REFRIGERATION DIVISION 


Yates-Aimerican Machine Co. 
Dept. AC-1 


Beloit. Wisconsin 


Increase Your 


Salem Special Type Locker Plant 


Profits with a 


will sell more food. A Salem plant 


easily, there’s no defrosting necessary in the 
storage chamber, and it provides twice as much 
rentable space with as much as 57% less BTU. 
loss. WRITE TODAY for literature and prices. 


Customers will prefer your Salem locker plant 
to all others because THEY DO NOT ENTER 
THE COLD, REFRIGERATED CHAMBER. You 
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SALEM ENGINEERING COMP 


100 Ray St. 
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AIR CONDITIONING & REFRIGERATION NEWS, JUNE 28, 1943 


Bulletin Edition 


Revamped L-65 Order Authorizes 
Appliances for ‘Preferred’ Uses 


Part 1130—Electrical Appliances 
[General Limitation Order L-65, as 
Amended June 17, 1943] 

Section 1130.1 General Limitation Order 
L-65 is hereby amended to read as fol- 

lows: 

§11301 General Limitation Order L-65 
—(a) Detnitions. For the purposes of 
this order: 

(1) “Electrical appliances” means only 
those appliances listed on Schedule A 
of this order which have as functional 
parts, electrical heating units (vf any 
wattage), or which are powered by an 
electrical vibrator or electrical fractional 
horsepower motor. 

(2) “Heating unit’ means any electric 
heating unit designed primarily for use 
in an electrical appliance or in a do- 
mestic type electric range. 

(3) “Electrical resistance material” 
means material in the form of ribbon or 
wire to be incorporated in heating units, 
in which either nickel or chromium or 
both, are used to create electrical re- 
sistance for the development of heat. 

(4) ‘‘Manufacturer’” means any person 
engaged in the business of manufacturing 
or assembling any heating units, electrical 
appliances or parts for such appliances, 
including a person who assembles parts 
of an electrical appliance for sale in 
knock-down form. 

(5) “Distributor” means any person 
engaged in the business of transferring 
heating units, electrical appliances or 
parts for such appliances to his retail 
outlets or to other dealers. 

(6) “Dealer” means any person en- 
gaged in the business of transferring or 
repairing heating units, electrical ap- 
pliances or parts for such appliances to 
or for ultimate consumers. 

Any person who acts in more than the 
single capacity of manufacturer, dis- 
tributor or dealer as defined in para- 

graphs (a) (4), (a) (5) and (a) (6) of 

—_ 


Servicing commercial 
refrigeration equipment 
is vitally important 
NOW. You can de- 
pend on Penn Controls. 


PENN ELECTRIC SWITCH CO. 
GOSHEN, IND. 


this order shall for the purposes of this 
order be deemed a manufacturer, dis- 
tributor or dealer, depending upon the 
capacity in which he acts in each specific 
transaction. ( 

(7) “Preferred order’ means any pur- 
chase order, contract or subcontract for 
delivery to or for the account of the 
Army or Navy of the United States, the 
United States Maritime Commission or 
the War Shipping Administration. 

(8) “Repair or replacement part’ means 
any heating unit for a domestic electric 
range or any heating unit or other part 
for an electrical appliance when such 
heating unit or part is not produced for 
use in the manufacture or assembly of 
any new electrical appliance or new do- 
mestic electric range. 

(9) “Current-carrying parts’’ include 
only the following parts: Heating units, 
thermostats and temperature controls, 
relays, lead-in and connection’ wires, 
switches, terminals, fuses, receptacles and 
parts of motors which conduct electric 
current, but shall not include cord sets. 

(b) General restrictions on Production. 
(1) On and after June 17, 1943, no manu- 
facturer shall produce any new electrical 
appliance (or parts therefor) other than 
repair or replacement parts, except: 

(i) The following new electrical ap- 
pliances (or parts therefor) may be pro- 
duced in fulfillment of preferred orders: 
Coffee makers, flat irons, air heaters, 
water heaters, and commercial or heavy 
duty equipment of the following types: 
broilers, food choppers, food mixers, food 
grinders, food servers, food slicers, fry 
kettles, griddles, hotplates, juicers, ovens, 
ranges, toasters, urns and vegetable peél- 
ers. 

(ii) During the period beginning June 
17, 1943, and ending Sept. 30, 1943, in- 
clusive, and during each three months 
period thereafter, the manufacturer may 
produce for other than preferred orders 
as specified in paragraph (b) (1) (i) 
above, no more units of any of the fol- 
lowing types of new electrical appliance 
(or parts therefor) than 10% of the 
number of units of that particular elec- 
trical appliance (or parts therefor) pro- 


_duced by him during 1940: Commercial or 


heavy duty equipment of the following 
types: broilers, food choppers, food 
mixers, food grinders, food servers, food 
slicers, fry kettles, griddles, hotplates, 
juicers, ovens, ranges, toasters, urns and 
vegetable peelers; Provided, that no 
manufacturer shall produce any units of 
any type of new electrical appliance (or 
parts therefor) listed in this paragraph 
(ii) if such production will result in an 
accumulation of inventory of that par- 
ticular type of new electrical appliance 
(or parts therefor) greater than 15% of 
the number of units of that particular 
electrical appliance (or parts therefor) 


parts and supplies give service equal 
to new equipment at fraction of cost. 
Conserve critical materials and give 
speedy service at saving to you and 
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Pak 


reference. 


HASCO, INC. 


GREENSBORO, N. C. 


Balanced-Action Diaphragm Packless Valve 


The only packless valve that gives you 24 important 
features of design, construction and operation—all 
described in catalog No. 95. It’s yours for the asking. 
LEAK PROOF - PORTS IN LINE - LONGER LIFE - OVAL HAND WHEEL 


TYPE 625 


NWEMEY VALVE Co, **** © Fe Auaes 


APPROVED 
FOR 


KASON HARDWARE CORPN 


Top Performance 


AEFRIGERATIO 
Siyyplies and EzujamerT 


Order what you need from our 144 page catalogue. 


rite for it on your letterhead. 


THE HARRY 


KASoNn HARDWARE 


Bieber 


* 127 Wallabout Street Brook lyn, 


New York 


ALTER CO. 


ey 
728 S. Michigan Ave.  TwoBig Warchouscs —«-1.94 Lafayette St. 


Chicago, III. 


to Serve You. 


New York, N_Y. 


producted by him during 1940. 

(2) On and after June 17, 1943, no 
manufacturer shall use copper or copper 
base alloys in the production of any new 
electrical appliances, or parts therefor 
(whether or not in fulfillment of pre- 
ferred orders) specified in paragraph 
(b) (1) of this order, except for such 
minimum amounts as are necessary for 
the conduction of electric current or 
essential to the proper functioning of 
parts. 

(c) Bestrictions on transfer of new 
electrical appliances. On and after June 
17, 1943, no manufacturer shall transfer 
the physical possession of or title to 
any new electrical apppliance manufac- 
tured after that date, except 

(1) In fulfillment of preferred orders. 

(2) Pursuant to specific authorization 
of the War Production Board on Form 
PD-556 pursuant to an application filed 
on said Form. Form PD-556 may be ob- 
tained from the nearest regional or dis- 
trict office of the War Production Board 
and shall be submitted in quadruplicate, 
according to the following instructions: 

(i) Under section I, supply the name 
and address of the manufacturer and 
supplier of the equipment if the appli- 
cation is submitted by anyone other than 
the appliance manufacturer; 

(ii) Under section II (a), supply a com- 
plete description of the electrical appli- 
ance, manufacturer’s model designation 
and size or capacity: 

(iii) Under section II, do not fill in (b), 
(c) and (d). 

(iv) Answer all applicable questions on 
the form except Questions 6, 7 and 8 in 
section III. 

(d) Bepair or replacement parts. (1) 
Except in fulfillment of preferred orders, 


Board limits the use of any material in 
the production of electrical appliances, 
heating units, or repair or replacement 
parts to a greater extent than the limits 
imposed by this order, the provisions of 
such other order shall govern unless 
otherwise specified therein. 

(h) Applicability of regulations. This 
order and all transactions affected there- 
by are subject to all applicable provi- 
sions of the regulations of the War Pro- 
duction Board, as amended from time to 
time. 

(i) Reports. Every manufacturer af- 
fected by this order shall execute and 
file Form PD-655 with the War Produc- 


tion Board, Washington, D. C., Ref.: | 


L-35, on or before the 10th day follow- 
ing the close of each calendar month. 

(j) Appeals. Any appeal from the pro- 
visions of this order should be made on 
Form PD-500. 

(k) Violations. Any person who wil- 
fully violates any provision of this order, 
or who, in connection with this order, 
wilfully conceals a material fact or fur- 
nishes false information to any depart- 
ment or agency of the United States is 
guilty of a crime, and upon conviction 
may be punished by fine or imprison- 
ment. In addition, any such person may 
be prohibited from making or obtaining 
further deliveries of, or from processing 
or using, material under priority con- 
trol and may be deprived of priorities 
assistance. 

(1) Communications. All reports re- 
quired to be filed hereunder and all com- 
munications concerning this order shall, 
unless otherwise directed, be addressed 
to the War Production Board, Consum- 
ers Durable Goods Division, Washing- 
ton, D. C., Ref.: L-65. 


Commercial permanent wave equipment 
and commercial hair driers. 


0 ae yee re sb rasewe 

Commercial or heavy duty equipment of 
the following types: broilers, food chop- 
pers, food mixers, food grinders, food 
servers, food slicers, fry kettles, grid- 
dles, hotplates, juicers, ovens, ranges, 
toasters, urns and vegetable peelers. 


Heating units for domestic electric ranges 
Hotplates and disc stoves..... atiebciedeee 
Roasters ..... Snbebbe eet V2 ess a ere rer 
WL? TORIES cick cicccsces Pree Tere Te 


Repair or replacement parts for which 
copper or copper base alloys are per- 
mitted 

Current-carrying parts. 

Current-carrying parts, other than copper 
or copper base alloy disposable grids for 
permanent wave equipment. 

Cord sets pursuant to paragraph (d) (3) 
of this order and current-carrying parts. 

Current-carrying parts and motor bear- 
ings where the use of other material is 
impracticable. 


Current-carrying parts. 

Current-carrying parts. 

Current-carrying parts. 

nr parts and immersion 
units. 


on and after June 17, 1943, no manufac- 
turer shall use copper or copper base al- 
loys in the production of any repair or 
replacement parts, other than the specific 
parts listed on the following table, or 
any part thereof: 

(2) On and after June 17, 1943, no 
manufacturer shall use copper or copper 
base alloys in the production of repair 
or replacement parts in fulfillment of 
preferred orders, except for such mini- 
mum amounts necessary for the conduc- 
tion of electric current or essential to the 
proper functioning of parts. 

(3) On and after June 17, 19438, no 
manufacturer shall produce any replace- 
ment cord sets except for flat irons. Re- 
placement cord sets produced for flat 
irons shall conform to the following 
specifications: The cord shall be of a 
quality which tests 3,000 or more cycles 
in flexure and shall be not more than 6 
feet in length; plugs and caps shall be 
so constructed that they can be readily 
dismantled and reassembled for repair 
purposes. During the period beginning 
June 17, 1943, and ending Dec. 31, 1943, 
and during each six month period there- 
after, no manufacturer shall produce 
more replacement cord sets for flat irons 
than 25% of the number of such replace- 
ment cord sets produced by him during 
the year 1940. 

(4) On and after June 17, 19438, no 
manufacturer shall produce any repair or 
replacement parts (other than replace- 
ment cord sets for flat irons) if he has, 
or as a result of such production will 
have, more parts of such type in his in- 
ventory than the number of parts of such 
type which he sold during the preceding 
six calendar months. 

(5) Except in fulfillment of preferred 
orders, on and after June 17, 1943, no 
manufacturer or distributor shall trans- 
fer any repair or replacement parts un- 
less a similar used part has been delivered 
to him in exchange therefor, or unless he 
has been informed that a similar used 
part is being held or will be secured by 
the dealer or distributor to whom the 
new part is being transferred, or has been 
disposed of in accordance with this para- 
graph. The used parts shall be held 
subject to disposition at the direction of 
the manufacturer or distributor who 
transferred the new part. If no such di- 
rection is given within 60 days, the person 
holding the used part shall promptly dis- 
-_ of it through regular scrap chan- 
nels. 

(e) Restriction on use or transfer of 
electrical resistance material. On and 
after June 17, 1943, no manufacturer shall 
use in the production of heating units 
or transfer for any purpose whatsoever, 
any electrical resistance material reported 
by him in columns 4 and 8 of Form 
PD-370 prior to Sept. 30, 1942, except 
pursuant to specific authorization of the 
War Production Board on Form PD-556 
pursuant to an application filed on said 
Form. 

(1) When filing Form PD-556 as an 
application to use electrical resistance 
material in the production of heating 
units, answer all applicable questions ex- 
cept section I, Columns (b) and (c) in 
section II, and Questions 4, 6, 7 and 8 in 
section III. 

(2) When filing Form PD-556 as an 
application for the transfer of resistance 
material, answer all applicable questions 
except Columns (b) and (c) in section 
II, and Questions 4, 6, 7 and 8 in section 
III. The unit of measure in each case, 
under Column (d) of Section II shall be 
pounds. 

(f) Inventory restrictions. No manu- 
facturer shall accumulate for use in the 
manufacture of electrical appliances, heat- 
ing units, or repair or replacement parts, 
any inventories of raw materials, semi- 
processed materials or finished parts in 
quantities in excess of the minimum 
amount necessary to maintain production 
as permitted by this order. 

(g) Applicability of other orders. In so 
far as any other order heretofore or 
hereafter issued by the Office of Produc- 
tion Management or the War Production 


Issued this 17th day of June 1943. 
WAR PRODUCTION BOARD, 
By J. Joseph Whelan, 
Recording Secretary. 
- $Schedule A 
The following is the list of electrical 
appliances specified in subparagraph (a) 
(1) of this Order: 
Air Heaters (except as covered by L-107 
and L-158) 
Aquarium Heaters 
Baking Ovens 
Barbecue Machines 
Biscuit and Muffin Bakers 
Blankets 
Bottle Warmers : 
*Bread Slicers (except as covered by 
L-83) 
Bread Toasters (except as covered by 
L-182) 
Broilers 
Casseroles 
Chafing Dishes 
Choppers, food and meat 
Cigar and Cigarette Lighters 
Clothes Driers 
Coffee Makers 
Coffee Mills 
Coffee Roasters 
Commercial Cooking and Food and Plate 
Warming Equipment 
Corn Poppers 
Curling Irons 
Dehydration Devices (domestic) 
*Dishwashing Equipment (domestic) 
Double Boilers 
Doughnut Cookers 
Dry Shavers 
Egg Boilers 
Face and Hand Driers 
Fan Type Heaters (except as covered by 
L-107 and L-158) 
Faucet Heaters 
Flat Irons 
Fly Screens and Traps 
Fireplaces 
Food Choppers and Slicers 
Food Conveyance Equipment 
Food Cooking Equipment 
Food Dehydration Equipment (domestic) 
Food Grinders 
*Food Mixers 
*Food Preparation Machinery 
Food Servers 
power motor. 
Fry Kettles 
Griddles 
Grills 
Hair Clippers 
Hair Driers 
Heating Pads 
Hedge Clippers 
Hotplates and Disc Stoves 
Ice Cream Freezers (domestic) 
**Immersion Heaters 
*Juice Extractors 
Knife Sharpeners and Grinders 
Massage Vibrators 
*Meat, Fish and Bone Cutters 
Neckwear and Trousers Pressers 
Ovens (except as covered by L-182) 
Peanut Roasters 
Percolators 
Permanent Wave Equipment 
Popcorn Machinery 
Portable Air Heaters 
Pyrographic Pencils 
Radiant Heaters 
Ranges, Commercial (except as covered by 
L-182) 
Roasters 
Roasting Ovens 
Sandwich Toasters 
rte Cookers 
teak and Meat Tenderizin uipment 
Steam Tables oo 
**Steamers 
Stock Pots 
**Strip Heaters 
Table Stoves 
Tea Kettles 
**Unit Heaters 
Urns 
Vibrators 
**Vane Heaters 
Waffle Irons 
Water Heaters (except as covered by 
L-185) 


*Only those using a fractional horse- 
**Except for industrial applications. 


CLASSIFIED 
ADVERTISING 


RATES for “Positions Wanted,” 5¢ per 
word; minimum charge, $2.50. Three 
consecutive insertions, 12%¢ per word; 
minimum charge, $6.25. 

RATES for all other classifications, 10¢ 
per word, minimum charge, 
insertion. Three consecutive insertions, 
25¢ per word, minimum charge, $12.50. 

ADVERTISEMENTS set in usual classi- 
fied style. Box addresses count as five 
words, other addresses by actual word 
count. 


POSITIONS AVAILABLE 


SERVICE MAN for air conditioning ma- 
chines — permanent position; state expe- 
rience, draft status, salary desired. New 
York City. Box 1440, Air Conditioning & 
Refrigeration News. 


EQUIPMENT FOR SALE 


PANEL COOLERS, 6,000 Btu. @ 20° 
T.D. white baked finish, with all stee} 
coils and 1/30 H.P. 110 volt A.C. motors 
52” high, 1834” side, 93%” deep. Limited 
quantity $62.50 net each. Air cooled con- 
densers, all copper coil, 52 sq. ft. surface, 

row, 2 pass, 32 tubes, 21%” long, 
15 18/16” high, 2” deep, %” F.P.T. top and 
bottom headers. Heavy duty % H.P. ca- 
pacity $11.85 net each. Terms cash with 
order or COD—J. GEO. FISCHER & 
SONS, INC., Saginaw, Mich. 


CARBON TETRACHLORIDE, $1.40 per 
gallon in 5 gallon lots; limited quantity, 
50¢ deposit for container; % to % h.p. 2- 
cylinder Frigidaire compressor, $7.00 4- 
tray evaporators, wound with %” copper 
tinned tubing, expansion type, like new 
with porcelain fronts, less trays, $8.50. 2- 
tray Frigidaire used, evaporators, with 
float, complete less trays and brackets, 
$8.50. 3-tray, same as above, $10.00. Used 
Frigidaire complete highsides, Model “K” 
with bare copper tubing condenser, low 
pressure switch and frame enclosure, & 
h.p. capacity, complete less motor, $15.00. 
Send for bargain catalogue. F.O.B. 
EDISON COOLING CORP., 310 E. 149th 
St., New York City. 


INTERNATIONAL 4% H.P. refrigeration 
unit complete with pressure control and 
an extra \% H.P. refrigeration motor with 
proper RPM pulley for $99.50 net FOB 
Saginaw, Michigan. Both motors are 110 
volt, single phase, 60 cycle. With this 
combination you can deliver a %.or 1% 
H.P. condensing unit for emergency serv- 
ice. J. GEO. FISCHER & SONS, INC., 
Saginaw, Mich. 


SURPLUS STOCK Betz Blower Coils 
complete with all-copper coil and 110 volt, 
60 cycle motor. Model number indicates 
B.t.u. per hour per 1° T.D.—N. 233, $72.50; 
No. 320, $87.50; No. 400, $94.50. Immediate 
shipment in original crates. No priority 
required from dealers and distributors. 
J. GEO. FISCHER & SONS, INC., Sagi- 
naw, Mich. Established 1889. 


SURPLUS STOCK refrigeration unit bar- 
gains, all complete with 110 volt, 60 cycle 
motor and pressure control: International 
—'% H.P., $79.50; Mills—% H.P., $89.50; 
Universal—'%4 H.P., $99.50; International— 
% 4H.P., $139.50; International—1 H.P., 
$164.50; International—1% H.P., $199.50. 
Immediate shipment in original crates. No 
priority required from dealers and dis- 
tributors. Limited quantities. J. GEO. 
FISCHER & SONS, INC., Saginaw, Mich. 
Established 1889. 


COMMERCIAL 
REFRIGERATION GNITS 
FOR PROTECTION OF 
VITAL FOOD SUPPLIES 

See Your Par Jobber 


LYNCH MANUFACTURING Corp. 


DEFIANCE, OHIO, U.S.A, 


PHOTOGRAPHIC PROCESSING EQUIPMENT 


Controlled Temperature Film and Print Develop- 

ing Equipment. Cooling Units for X-Ray De- 

veloping Tanks. High Speed Film and Print 

Drying Equipment. Controlled Temperature 
hic Processing Sinks. 


Photograp 
TEMPRITE PRODUCTS CORPORATION 
41 Plquette Avenue Detroit, Michigan 


Py CURTIS gee 


REFRIGERATION 


AIR CONDITIONING 
ewe COMMERCIAL 


Curtis Refrigerating Machine Division 


of Curtis Manufacturing Company 
1912 Kienlen Ave. St. Louis, Mo. 


FINNED TUBE 


Cy PRO DUETS 


WARTEORO, cowN. 


WATER- DEFROST 


WOW ZEALAND PAT B> 350 


REFRIGERATION ENGINEERING !n«. 


LOS ANGELES - CALIFORNIA 
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